From: 

Sherry Peterson <sherryp@facil.umass.edu> 

Sent: 

Tuesday, January 11,2011 5:40 AM 

To: 

'Hanchett, James (DPH)' 

Subject: 

RE: Floors 

Hi Jim, 



Pm sorry I just returned to work; I’m hoping this was taken care of; I will speak to Richard today. 

Thank you, 

Sherry 


From: Hanchett, James (DPH) ImailtoJames.Hanchett(S)state.ma.usl 
Sent: Thursday January 06,2011 9:53 AM 
To: Sherry Peterson 
Subject: Floors 

Hi Sherry, 

We had renovation recently and the floors are pretty bad. Can we have someone come over to our Labs and mop the floors? We are in Morrill I rooms N251, N251A, N247, N245 and N236. 
Thanks 


Jim Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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